Federal Democratic 
Republic of Ethiopia 

a^ EDICT OF GOVERNMENT "^1 

In order to promote public education and public safety, 
equal justice for all, a better informed citizenry, the rule 
of law, world trade and world peace, this legal document is 
hereby made available on a noncommercial basis, as it is 
the right of all humans to know and speak the laws that 
govern them. 

ET ISO 2776 (1974) (English) : Modular 
co-ordination — Co-ordinating sizes for 
doorsets — External and internal 



ISO inside' 



1 




BLANK PAGE 



^*-^^^ 





PROTECTED BY COPYRIGHT 



ETHIOPIAN ES ISO 2776:2012 

STANDARD 



First edition 



Modular co-Ordination — Co-ordinating 
sizes for doorsets — External and internal 



Identical with ISO 2776:1974 



ICS: 91.060.50 

Published by Ethiopian Standards Agency 

©ESA 




ES ISO 2776:2012 



Foreword 

This Ethiopian Standard has been prepared under the direction of the Technical Committee for Building 
structures and elements of building (TC 41) and published by the Ethiopian Standards Agency (ESA). 

The standard is identical with ISO 2776:1974 Modular co-Ordination - Co-ordinating sizes for doorsets 
External and. internal published by International organization for Standards (ISO). 

For the purpose of this Ethiopian Standard , the adopted text shall be modified as follows. 

• The phrase "International Standard" shall be read as "Ethiopian Standard"; and 

• A full stop (.) shall substitute comma (,) as decimal marker. 
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ES ISO 2776:2012 



Modular co-ordination — Co-ordinating sizes for doorsets — 
External and internal 



INTRODUCTION 

A series of International Standards for co-ordinating sizes 
for building connponents is presently being studied; these 
components will be required to fill the spaces deternnined 
by a controlling reference systenri. The component consid- 
ered in this International Standard is the doorset, for which 
are given the co-ordinating width and height. 

The spaces for this component have been related to the 
horizontal planes of the controlling reference system. Two 
types of doorset are considered depending on the control- 
ling reference planes to which their vertical dimensions are 
related, as shown below : 
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2 FIELD OF APPLICATION 

This International Standard applies to external and internal 
doorsets for use in the construction of buildings of all 
types. 



3 DEFINITIONS 

For the purpose of this International Standard, the 
definitions given in ISO 1791 and ISO 1804 shall apply. 



4 SPECIFICATION 

4.1 The co-ordinating sizes for external doorsets shall be 
as follows : 



Width 

9 M 
lOM 
12 M 
IBM 
18 M 
21 M 
24 M 



Height 

21 M 
24 M 
27 M 
30 M 



1 SCOPE 

This International Standard specifies the co-ordinating sizes 
for doorsets of all materials to be used in buildings, and 
which will fill co-ordinating spaces in dimensionally 
co-ordinated buildings. 

It is based on the principles of modular co-ordination, and 
is in accordance with the ISO documents listed in the 
Foreword. 

NOTE — This International Standard gives a range of sizes limited to 
those which have been accepted by Member Bodies (national 
standards may include additional sizes). Notice will be taken 
of experience in the use of all these sizes when considering a revision 
of this International Standard. ^ ) 



4.2 The co-ordinating sizes for internal doorsets shall be as 
follows : 

Width Height 

7M 21 M 

8M 24 M 

9M 27 M 

10 M 30 M 

12 M 

15M 

18 M 

21 M 

NOTE - M is the symbol for the basic module defined in ISO 1006 
and having the value 100 mm. 



1 ) Member Bodies are requested to give information on the application of this range of sizes. 



©ESA 



:S 


^ 


."^ 


S 


^ 


Age 


^ 


^ 


1 


S 


N5 


s; 


Si 


1 


^ 


s; 


:§« 


.2 


s. 


Cl 


'5- 


.2^ 


^ 





Organization and Objectives 

The Ethiopian Standards Agency (ESA) is the national standards body of Ethiopia 
established in 2010 based on regulation No. 193/20 10. ESA is established due to the 
restructuring of Quality and Standards Authority of Ethiopia (QSAKLwhich was 
established in 1970. 





ESA ^s objectives are: 



<♦ Develop Ethiopian standards and establish a system that enable to 

check weather goods and services are in compliance with the 

required standards, 
♦ Facilitate the country's technology transfer through the use of 

standards, 
<♦ Develop national standards for local products and services so as to 

make them competitive in the international market. 

Ethiopian Standards ^^^ 

The Ethiopian Standards are developed by national technical committees which are 
composed of different stakeholders consisting of educational Institutions, research 
institutes, government organizations, certification, inspection, and testing 
organizations, regulatory bodies, consumer association etc. The requirements and/ 
or recommendations contained in Ethiopian Standards are consensus based that 
reflects the interest of the TC representatives and also of comments received from 
the public and other sources. Ethiopian Standards are approved by the National 
Standardization Council and are kept under continuous review after publication and 
updated regularly to take account of latest scientific and technological changes. 
Orders for all Ethiopian Standards, International Standard and ASTM standards, 
including electronic versions, should be addressed to the Documentation and 
Publication Team at the Head office and Branch (Liaisons) offices. A catalogue of 
Ethiopian Standards is also available freely and can be accessed in from our 
websili 
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SA has tne copyright of all its publications. No part of these publications may be 
^reproduced in any form without the prior permission in writing of ESA. 
International Involvement 

ESA, representing Ethiopia, is a member of the International Organization for 
Standardization (ISO), and Codex Alimentarius Commission (CODEX). It also 
maintains close working relations with the international Electro-technical 
Commission (lEC) and American Society for Testing and Materials (ASTM) .It is a 
founding member of the African Regional Organization for standardization 
ARSO). 



More Information ? 
Contact us at the following address. 

The Head Office of ESA is at Addis Ababa. 

Son- 646 06 85, Oil- 646 05 65 
1^011-646 08 80 
IHI 2310 Addis Ababa, Ethiopia 
E-mail: info@ethiostandards. org. 
Website: www. ethiostandards. org 
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